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NO NITE ACTION 


1. T-195 CARTS BEING MODIFIED THIS WEEK, NEW LOAD CONTROL VALVE 
BRING INSTALLED TODAY, NEW FILTER KITS ARR WE TOMORROW WITH 
ATRESEARCH TECH REP FOR INSTALLATION, . 

2. Ja5g ENGINE EXPERIENCED A FADEWOUT ON ACCELERATION AGAIN 
TODAY-INDICATING THAT WE STILL HAVE FUEL CONTROL PROBLEMS, FUEL 
CONTROL VALVE BEING DISASSEMBLED FOR INSPECTION AND REPAIR THIS | 
AFTERNOON, ENGINE WILL BE RUN AGAIN TONIGHT BUT PROGRAM IS SET BACK 
ANOTHER 24 HOURS, THE AFTERBURNER NOZZLE INSTABILITY HAS APPARENTLY 
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